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Richard H Cox, Ph D. 

Senior Vice President of Scientific Technical Services 
Philip Morris U S A 
Post Office Box 26603 
Richmond. Virginia 23261 

Dear Dr. Cox; 


The Texas Department of Health (TDH) has selected the following additional brands, to 
be sampled and tested in accordance with 25 T.A.C. § 101.5(e). Nicotine rating 
information gathered for these brands should be submitted as part of the December 2000 
report 


Benson & Hedges 

Benson & Hedges 

Benson & Hedges 

Best Buy 

Best Buy 

Bristol 

Bristol 

Cambridge 

Cambridge 

Cambridge 

Rothmans 

Rothmans 

Virginia Slims 

Virginia Slims 

Virginia Slims 


Multifilter K F SP 
Light Menthol 100F SP 
Menthol 100 F SP 
Light K F SP 
K Non-Fifter SP 
Lowest K F SP 
Light K F SP 
Light 100 F SP 
100 F SP 

Ultralight 100 F SP 
K F HP 

Special Mild K F HP 
Light Slim 120 F HP 
Ultralight Slim 100 F HP 
Super-Slim 100 F HP 


In addition, the following sub-brands have been selected fortesting of pH on a puff-by-puff 
basis, as required pursuant to 25 T A.C. § 101.5(d)(3) based on overall market share 
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Brand substitution : Merit Ultima KFSP was substituted for Bristol Lowest KFSP, which was 
discontinued in April 1999. 
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Marlboro 

Marlboro 

Marlboro 

Basic 

Basic 

Basic 


Menthol King Filter SP 
Light King Filter SP 
Medium King Fitter SP 
Light King Fitter SP 
100 Fitter SP 
Light 100 Filter SP 


Should you have any additional questions or have any problems providing this information 
by December 1, 2000, you may contact me at (512) 458-7200. 


Sincerely, 



Bureau Chief 

Bureau of Disease, Injury & Tobacco Prevention 


An Equal Employment Oftportuniry Employer 
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